WOMEN’S ALLIANCE 
FIRST UNITARIAN UNIVERSALIST CHURCH 
4605 CASS AVENUE 
DETROIT, MICHIGAN 48201 


March 22, 1976 


jall of Fame Uffice 
Washington Square Village 


New York, W. Y. 


wentlemen: 


The Women's Alliance of the First Unitarian 
Universalist Church of Betroit, Michigan heartily endorses 
the election of CLARA BARTON to the Hall of Fame for Great 
Americans. 

As founder of the American Red Cross, 
initiator of the first public school system in New Jersey, 
"Angel of the Battlefield” and great humanitarian, her 
achievements and contributions to the greatness of this 


nation shoul certainly be recognized. 


Sincerely yours, 
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Blanche &. Trinided 


Secretary 





